In  Memory  of 

Jlgnn  S.  dtaztiz. 

Born :  April  25,  1952 
Died :  March  20,  1965 

Services  from  the 

Snyder  and  Iredale  Funeral  Home 
141  East  Orange  Street 
Lancaster,  Pa. 

on 

March  23,  1965 
at  3  :30  P.M. 

Clergymen  officiating 
Rev.  Donald  C.  Wilson 
Rev.  Herbert  E.  Moyer 

Final  Resting  Place 
Conestoga  Memorial  Park 


